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Massachusetts Avenue Sidewalk Reconstruction Project 
Arlington, MA 
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EXISTING TREE 40 

TREE REMOVED - MWRA PROJECT IMPACTS 3 

TREE REMOVED - SIDEWALK PROJECT IMPACTS 13 

NEW TREE 18 
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ASSUMPTIONS: 

1. ALL TREES WITHIN 5-FT OF THE 12-FT BY 70-FT MWRA TRENCH WILL BE REMOVED BY MWRA. 

2. ANY TREES REMOVED AS PART OF THE SIDEWALK RECONSTRUCTION PROJECT ARE BEING REMOVED TO 
IMPROVE ACCESSIBILITY AND CONSTRUCTABILITY. 
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